AMENDMENT NO. 4 AUGUST 2022 


TO 


IS 16112 : 2013 BETA PICOLINE — SPECIFICATION 


[Page 1, Table 1, Sl No. iv) and (see also Amendment No. 1)| — Substitute the following for the 
existing: 


SI No. Characteristic Requirement Method of Test, 
Ref to Annex 
of this Standard 
(1) (2) (3) (4) 
iv) Gamma picoline content, percent by mass, 0.8 A 
Max 
(PCD 09) 
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